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CORjr^BT 

16 May 1956 


«FV0RAFD ,, M TO t HQ. 

afcto-5 


A mime N i Colonel a. A. Berg 

S'tMf/CT I Reqoeat for Result* of RB-52 Photographic Toots 


1. This organisation desires tc obtain the roll report of 
the RB-52 Photographic Tests* 

2* PD-52 #010 baaed at Castle Air Force Base, California, 

-was utilised for these tests* 

3* (©pies of re ort which is classified •SECRET* «ay be 
available at al bher Castle Air Force Mass nr the Aerial Recoo* 
naisaance Laboratory, Wrl^ht-Patterson Air Force Saae, Ohio, 

U. *e would appreciate your help in obtaining a copy of 
this report at your earliest convenience* 


f 

L 


J. A. CURBS 
COLDS EL H5AF 


LSKivd (5/16/56) 


Distribution t 
Ortg - 

3 -^WSsrtJ 
1} - chrono 
5 - Reading 


« e o i « p t ofif/jflfj 
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Cepy/sf 
16 Kar lj$6 




THRttJSH « Contracti^ Officer 

KEVmmct t Mean for Project Director tetad 1 s*ay 1956 

08CM Evaluation 


1. Major problems «»s»ufitfrc- by yrur Breach here 
been mi'iwlt 

2. Sea* of th* fixe* have already Wen accomplished* 
o'Jisn arc being incorporated into ar. ape rational SO?* fha 
rwi nine cborteoadnra dll bo b rought to the attention of 


Major DSAF 


LSKird (5A6/56) 

D" Ctrl bntion* 

Orig • Addresses 

2 - Operations 

3 - Attain. 

U - Master - HTAUTOMAT 

5 - Chrono 

6 - Reading 


080180100 
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